To:  Kremer,  Fran[Kremer.Fran@epa.gov];  Murray,  AndrewR[Murray.AndrewR@epa.gov];  Dyson, 

Brian[Dyson. Brian@epa.gov] 

From:  Weaver,  Jim 

Sent:  Mon  8/1 0/201 5 2:26:43  PM 

Subject:  Re:  Gold  King  Mine  - US  EPA  Region  6 San  Juan  County  Well  Testing 


This  from  the  NM  and  EPA  flier  implies  lack  of  knowledge  of  private  well  locations: 


"Clients  will  be  asked  to  locate  their  well  on  the  NMED-DWB  Source  Water  Protection 
Atlas  and  geospatial  coordinates  will  be  recorded  on  the  well  test  form." 


From:  Kremer,  Fran 

Sent:  Monday,  August  10,  2015  8:14  AM 

To:  Weaver,  Jim;  Murray,  AndrewR;  Dyson,  Brian 

Subject:  Gold  King  Mine  - US  EPA  Region  6 San  Juan  County  Well  Testing 


In  case  you  didn’t  see  the  coverage  over  the  weekend  on  the  Gold  King  mine  accident: 

http://www.denverpost.com/news/ci  28607200/animas-river-tests-show-water-acidic-coffee 


Attached  is  the  notice  Region  6 sent  out  to  address  private  wells  in  the  area,  under  the 
Superfund  program. 
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